Celsius, Fahrenheit, Kelvin 
New rule: 





Rule VIII 851 English-Letter Indicator with Abbreviations 


d. (new section) The English-letter indicator must not be used before a 
single-letter abbreviation shown with a left superscript or subscript. 


